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Hi Jeremy, 

Attached is a copy of testimony of Paul J. Alvarez on behalf of Environmental Defense Fund. While other NC clean energy 
and environmental advocates are focusing on a number of different issues areas within the rate proceedings (including 
potential grid investments), EDF is focusing deeply and discretely on grid modernization. 
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